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Improve measurement accuracy using a signal generator - See these helpful tips 




Improve measurement accuracy using a signal 
generator 



If you are characterizing receiver performance, it's important to make 
sure your signal generator provides precise, highly stable test signals. 
No matter what RF signal generator you are using, there are steps you 
can take to improve the overall accuracy of the measurements you 
make. 

This application note, "8 Hints for Making Better Measurements Using 
RF Signal Generators," helps you improve the accuracy of your 
measurements that involve RF signal generators. Download the 
complimentary application note to take advantage of Agilent's expertise 
and learn howto: 

• Improve your source's effective harmonic distortion 

• Improve frequency and power level accuracy 

• Combine source outputs forTOI measurements 

and much, much more. 


I Download application note! 
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